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Estisc gereord 


Dset Estisce gereord is Estlandes gepeode. In p£m lande sprecap 922,000 menn pas sprSc and geond 
elelandum sind 160,000 Estisc sprecendas. Hit belimpep pone Finnisc boh paes Riffeng sprSccyn and is 
gesibb mid Finnisc spraece and mid Carelisce. 


Fram "https://ang.Wikipedia.org/w/index.php?title=Estisc_gereord&oldid=187597" begeten 


Man mwanost wende pisne tramet on pare 23:05 tide pees 29 Winterfyllep 2016. 
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